The Association of Energy Engineers 
certifies that 


Ikram Saleh Abu Shagqraa 


has completed the prescribed standards for certification, has demonstrated 
a high level of competence and ethical fitness, and is hereby granted the title of 


Certified Energy Manager 


Valid: January 1, 2024 - December 31, 2026 | Certification ID: 96989 
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